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the workhouse officials, and they suggested to the Local
Government Board more than once that the contracts
should be altogether taken out of the hands of the Guardians.
Whether this resulted from their general views as to the
management of the poor law in London or because they
had misgivings as to the working of the tender system within
their own Union is not clear, but it is most conclusive evidence
that they at all events derived no personal profit from the
existing system.